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Wagi language 


Wagi, also known as Kamba or Foran, is a Papuan language of 
Papua New Guinea. 

Phonology 


1 Wagi (https://www.ethnologue.com/18/language/fad/) at 

Ethnologue (18th ed., 2015) 

2. Hammarstrom, Harald; Forkel, Robert; Haspelmath, 

Martin, eds. (2017). "Wagi (Papua New Guinea)" (http://glottolog.org/resource/languoid/id/wagi 
1249) Glottolog 3.0 Jena, Germany: Max Planck Institute for the Science of Human History. 
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